
tragedie 

OF 

ICING %ICHART> 

the third. 

Contayning bis creacherous PIots»a- 
gainft liis brother Clurmce • The pitifuli 
°murder of his innocent Nephewes: hts 
tyranous vfurpation : vvith tlje 
wholc courfè of bis deteiled life, 

and moft defcrucd death. 


ajs it batb beent Aded by the Kjngs 
(SWatefties Sernants • 
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